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ACCEPTED VENDORS: 
WIRE MASTER 
1748 N. HIGLEY RD 
MESA, AZ 85205 
(855) 604-4399 


MANUFACTURER: 
CONTINENTAL CORDAGE CORPORATION 


MATERIAL: TINNED COPPER PER ASTM B33, MIL-SPEC-A-A-59569 
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NOTE: 
THIS DRAWING DEFINES THE OVERALL GEOMETRY AND PERFORMANCE SPECIFICATIONS OF THE 
PART/ASSEMBLY, AND CONSTITUTES THE ACCEPTANCE CRITERIA THEREOF. ONLY THE ITEM(S) DESCRIBED IN 
THIS DOCUMENT PROCURED FROM THE VENDOR LISTED HEREON ARE APPROVED FOR USE. A SUBSTITUTE 
ITEM SHALL NOT BE USED WITHOUT PRIOR APPROVAL. CONFORMANCE OF HARDWARE TO THESE 
REQUIREMENTS IS ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. FOR FURTHER CONFORMANCE DATA 
NOT SHOWN, REFER TO MANUFACTURERS PRODUCT DATA SHEET. 
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-1* 
224 
7/64" 
.094 
.020 
36 
16 
3 
48 
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.156 
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